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TREATMENT   OF   SEWAGE

Patent No. 648,325, issued April 24, 1900, to S. II. Adams,
of Harrogate, England, applies to an apparatus for automatic
filling and discharging filter beds.
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Fig. 17.   Automatic valve of 0. L. A. Meymonnier, 1901.

Patent No. 663,151, issued December 4, 1900, to R A. Bar-
hour, assignor of one half to Frank EL Snow, lias the